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Message Text 



CONFIDENTIAL 

PAGE 01 PRETOR 03973 011350Z 
53 

ACTION OC-06 

INFO OCT-01 AF-05 ISO-OO CCO-OO /012W 

004296 

O P 011335Z NOV 73 
FM AMEMBASSY PRETORIA 
TO SECSTATE WASHDC IMMEDIATE 8846 
INFO AMEMBASSY KINSHASA PRIORITY 
AMEMBASSY NAIROBI 

CONFIDENTIAL PRETORIA 3973 

KINSHASA FOR TSO CHODAKOWSKI; NAIROBI FOR RCO 

E.O. 1 1652: GDS 
TAGS: ACOM 

SUBJ: DEFECTIVE ENCLOSURE DOOR 

1. RAY PROOF ELECTROMATIC DOOR TO STATE SIDE CCC, TYPE 
RCM-856, SERIAL DR-272, COUNTER 20763, REMAINS OPEN WHIFF, 
POWER TURNED ON. DOOR CAN BE CLOSED ONLY BY USING MANUAL 
HANDLE. 

2. SUSPECT DEFECTIVE RELAY. IF THIS CASE, PLEASE POUCH 
REPLACEMENT UNTT(S) SOONEST. 

3. FLUID LEAK FROM OPENER REPORTED PRETORIA 3664, OCT 4, 

HAS CEASED. 

4. FOR OC/T: REQUEST ALL TRAFFIC CLASSIFIED SECRET AND/OR 
CARRYING CAPTIONS BE OFF-LINED UNTIL DOOR REPAIRED. 

HURD 



CONFIDENTIAL 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973PRETOR03973 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS FIURD 

Errors: N/A 

Film Number: n/a 

From: PRETORIA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 161 /aaaabsts. tel 

Line Count: 46 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 -Jan-2002 by martinjw>; APPROVED <04-Feb-2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DEFECTIVE ENCLOSURE DOOR 
TAGS: ACOM, ASEC 
To: STATE 
Type: TE 
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